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-9106260367 Updated VEP-1-5A, "Operational QA Program Topical Rept"

*   Virginia Power (Virginia Electric & Power Co.).  VEP-1-5A. 91/04/30.  101pp.
58242:137-58242:241.

Q. Inspection reports, BE Bulletins & correspondence

9106110092 Forwards maint insp tree inadvertently omitted from insp repts 50-280/91-
03 & 50-281 /91-03.W/0 end.

GIBSON.A.F., JULIAN.CA Region 2 (Post 820201). 91/03/29. STEWART,W.L Virgin-
ia Power (Virginia Electric & Power Co.). 3pp. 57997:291-57997:293.

91050903$6 NRC Info Notice 91-032, "Possible Flaws in Certain Piping Sys Fabricated
by Associated Piping & Engineering." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/15.
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262.

9106060143 Ack receipt of 910513 Itr responding to violations noted in Insp Repts 50-
280/91-06 & 50-281/91-06.

SINKULE.M.V. Region 2 (Post 820201). 91/05/21. STEWART,W.L. Virginia Power
(Virginia Electric & Power Co.). 2pp. 58002:355-58002:356.

9106110101 Forwards SALP rept for insp repts 50-280/91-08 & 50-281/91-08 during
period     900401 -910330.Major     areas     inspected:plant     operations.radiological
controls,maint, surveillance,emergency preparedness & security.
EBNETER.S.D. Region 2 (Post 820201). 91/05/23. STEWART.W.L Virginia Power
(Virginia Electric a Power Co.). 4pp. 57997:299-57997:334.

-9106110104 SALP repts 50-280/91-08 & 50-281/91-08 for period 900401-910330.

*  Region 2 (Post 820201). 91/05/23. 31pp. 57997:304-57997:334.

9105230062 NRC Info Notice 91-033, "Reactor Safety Info for States During Exercises
& Emergencies." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/31.
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087.

9105300331 NRC Info Notice 91-034, "Potential Problems in Identifying Causes of
Emergency Diesel Generator Malfunctions. " Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/03.
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172.

9106040339 NRC Info Notice 91-036, "Nuclear Plant Staff Working Hours." Svc list
encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/10.
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244.

9106270077 Forwards NRC insp repts 50-280/91-10 & 50-281/91-10 on 910331-
0511.No violations noted.Cumulative review indicated decline in operator
performance.Problems associated w/lack of adequate administrative requirements
identified.

SINKULE.M.V. Region 2 (Post 820201). 91/06/10. STEWART.W.L Virginia Power
(Virginia Electric & Power Co.). 3pp. 58223:075-58223:096.

-9106270082 Insp repts 50-280/91-10 & 50-281/91-10 on 910331-0511.No violations
noted.Major areas inspected:plant operations, maint & surveillance.
HOLLAND.W.E., YORK.J.W., TINGEN.S.G. Region 2 (Post 820201). 91/06/10. 19pp.
58223:078-58223:096.

R. Periodic operating reports & related correspondence

9106210165 Monthly operating repts for May 1991 for Surry Power Station Units 1 &
2.W/910617 Itr.

NEGRON.M.A., STEWART.W.L. Virginia Power (Virginia Electric & Power Co.). 91/05/
31. 24pp. 58207:232-58207:255.

S. Reportabte occurrences, LERs & related correspondence

9106100066 Confirms interpretation of regulation discussions re NRC notifications of
event per 10CFR50.72(b)(2)(vi).

BERKOW.H.N. Project Directorate II-2. 91/06/03. STEWART.W.L. Virginia Power (Vir-
ginia Electric & Power Co.). 2pp. 57994:293-57994:294.

9106100383 LER 91-009-00:on 910509,discovered that visual exams of reactor vessel
partial penetration welds & bottom of reactor vessel not performed during 1990 refuel-
ing outagaCaused by personnel error.Exam frequency increased.W/910605 Itr.
KANSLER.M.R. Virginia  Power (Virginia  Electric  & Power Co.).   91/06/05.  4pp.
58162:129-58162:132.

9106240290 Part 21 rept re deviation from Tech Specs on Purchase Orders 1009-3257-
Q & 2003-8209-Q for annubar or piping subassemblies.Ltrs to affected utils
encl.Training session scheduled for in-house personnel.

KOELLER.M. Dieterich Standard Corp. 91/06/17. Office of Nuclear Reactor Regula-
tion, Director (Post 870411). 8pp. 58213:214-58213:221.

Y. Dry Cask Independent Spent Fuel Storage Installations

9106270255 Forwards film produced by util, "Dry Cask Storage at Surry Power Station."

WAKEMAN.B.H. Virginia Power (Virginia Electric & Power Co.). 91/06/10. STURZ.F.
NRC - No Detailed Affiliation Given. 1p. 58268:218-58268:218.
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F. Security, medical, emergency & fire protection plans

9106110101 Forwards SALP rept for insp repts 50-280/91-08 & 50-281/91-08 during
------------------------.                         .        .   |;p|ant     operatjons,radiological

k security.

____________     m.        ,              .      ,                      STEWART.W.L Virginia Power

(Virginia Electric & Power Co.). 4pp. 57997:299-57997:334.

-9106110104 SALP repts 50-280/91-08 & 50-281/91-08 for period 900401-910330.

*  Region 2 (Post 820201). 91/05/23. 31pp. 57997:304-57997:334.

/ for Suiry Power Station
as well as corrected North Anna data point library info for ERDS,
STEWART.W.L. Virginia Power (Virginia Electric & Power Co.). 91/06/06. Document
Control Branch (Document Control Desk). 200pp. 58107:029-58108:033,

9106130293 EPIPs including.Rev 15 to EPIP-3.02,Rev 9 to EPIP-5.01,Rev 2 to EPIP-
5.06 & Rev 5 to EPIP-5.08.W/910607 Itr.

STEWART.W.L.  Virginia Power (Virginia Electric &  Power Co.). 91/06/07. 42pp.
58110:261-58110:303.

H. General correspondence

9106070309 Requests to be removed from mailing list for listed plants.
DELGROSSO.K. Environmental Protection Agency. 91 /05/28. NRC - No Detailed Af-
filiation Given. 1p. 58039:092-58039:092.

P. Operating license stage documents & correspondence

9106110112 Forwards mgt meeting summary held 910228 at Region II ofc re self-as-
sessment for facility.

REYES.LA. Region 2 (Post 820201). 91/03/08. STEWART.W.L. Virginia Power (Vir-
ginia Electric & Power Co.). 45pp. 57998:056-57998:100.

9106110063 Refers to 910315 mgt meeting re discussion of integrated nuclear safety
assessment program & update of configuration mgt project & forwards list of
attendees.summary & handouts.

REYES.LA. Region 2 (Post 820201). 91/03/27. STEWART.W.L Virginia Power (Vir-
ginia Electric & Power Co.). 92pp. 57996:311-57997:044.

9106030071 Forwards amends 157 & 156 to licenses DPR-32 & DPR-37. respectively &
safety evaluation.Amends incorporate location of gaseous effluent release point asso-
ciated w/newly constructed radwaste facility into figure 5.1-1.
BUCKLEY,B.C. Project Directorate II-2. 91/05/20. STEWART.W.L Virginia Power (Vir-
ginia Electric & Power Co.). 2pp. 57887:227-57887:237.

-9106030085 Amends 157 & 156 to licenses DPR-32 & DPR-37,respectively, incorpo-
rating location of gaseous effluent release point associated w/newly constructed rad-
waste facility into figure 5.1-1.
BERKOW.H.N. Project Directorate II-2. 91/05/20. 6pp. 57887:229-57887:234.

-9106030087 Safety evaluation supporting amends 157 & 156 to licenses DPR-32 &
DPR-37,respectively.

*   Office of Nuclear Reactor Regulation, Director (Post 870411). 91/05/20. 3pp.
57887:235-57887:237.

9106030009 Requests interim relief from ASME pressure test program for reactor vessel
partial penetration welds.Util intends to perform missed ASME Code requirements
during next outage of sufficient duration when leakage tests can be conducted.
STEWART.W.L. Virginia Power (Virginia Electric & Power Co.). 91/05/23. Document
Control Branch (Document Control Desk). 5pp. 57915:349-57915:353.

9106040323 Forwards investigation results for false negative sample later identified as
positive   for   phenobarbital   at   HHS   certified   lab   as   part   of   fitness-for-duty
program.Caused by error in sample preparation or operation of equipment.
STEWART.W.L. Virginia Power (Virginia Electric & Power Co.). 91/05/29. Document
Control Branch (Document Control Desk). 4pp. 57999:215-57999:218.

9106070228 Revised application for amends to Licenses DPR-32 a DPR-37, correcting
pages w/instructions re replacement Table 3.7-2, Page 3.7-14.
STEWART.W.L. Virginia Power (Virginia Electric & Power Co.). 91/05/31. Document
Control Branch (Document Control Desk). 2pp. 58016:353-58016:358.

-9106070232 Proposed tech specs correcting pages re engineered safeguards action
instrument operating conditions & surveillance requirements.

*  Virginia Power (Virginia Electric & Power Co.). 91/05/31. 4pp. 58016:355-58016:358.

9106070305 Provides status of evaluation of ASME Section XI instrument accuracy
requirements.Evaluations will be completed by 910607.

STEWART.W.L Virginia Power (Virginia Electric & Power Co.). 91/06/03. Document
Control Branch (Document Control Desk). 2pp. 58039:121-58039:122.

9106110238 Forwards fitness for duty program re blind performance tests results.
STEWART.W.L Virginia Power (Virginia Electric & Power Co.). 91/06/05. Document
Control Branch (Document Control Desk). 4pp. 58098:165-58098:168.

9106120273 Forwards remaining survey info & data point library for Surry Power Station
as well as corrected North Anna data point library info for ERDS.
STEWART.W.L Virginia Power (Virginia Electric & Power Co.). 91/06/06. Document
Control Branch (Document Control Desk). 200pp. 58107:029-58108:033.

9106130263 Forwards interim relief requests from ASME Section XI pump testing pro-
gram re calibr of new & existing flow instrument loops in component cooling & svc
water sys.RHR sys & fuel oil sys.

STEWART.W.L. Virginia Power (Virginia Electric & Power Co.). 91/06/07. Document
Control Branch (Document Control Desk). 13pp. 58111:271-58111:283.

9106210206 Notification of 910627 meeting w/util in Rockville.MD to discuss perform-
ance      indicators.NRC      fee      schedule,merits      (STS),North      Anna      steam
generators.shutdown risks.station blackout & 10 licensing issues.
ENGLE.LB. Project Directorate II-2. 91/06/19. BERKOW.H.N. Project Directorate tl-2.
3pp. 58202:215-58202:217.

9106260357 Forwards updated VEP-1-5A, "Operational QA Program Topical Rept."
STEWART.W.L Virginia Power (Virginia Electric & Power Co.). 91/06/20. Document
Control Branch (Document Control Desk). 9pp. 58242:128-58242:241.

-9106260367 Updated VEP-1-5A, "Operational QA Program Topical Rept."

*   Virginia Power (Virginia  Electric &  Power Co.).  VEP-1-5A. 91/04/30.  101pp.
58242:137-58242:241.26:180,
